298    NONDOCKETED ITEMS

-9203230227 Ack receipt of 910417 Itr to Chairman Carr reporting on ACRS review of
draft final rule on nuclear power plant license renewal.Comrnittee advice re reg guide
& SRP will be taken into account in preparation of documents.
TAYLOR,J,M. Ofc of the Executive Director for Operations. 56FR64943. 91/05/09.
WARD.D.A. ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61147:229-
61147:230.                                                                             ^

-9203230297   Discusses   documentation   of   current   licensing   basis   for   license
renewal.lnforms that EDO finds necessary to develop proposed resolution of issues
as integral part of preparing final rule package for Commission approval.
TAYLOR J.M. Ofc of the Executive Director for Operations. 56FR64943. 90/11/16.
CARR Commissioners (Post 750119). 3pp. 61149:058-61149:060.

-9203230303 Provides industry positions on license renewal rulemaking. Recommenda-
tions have been made by industry urging NRC to adopt license renewal hearing
schedule.

LEE.B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility
Manage. 56FR64943. 91/01/18. CARR.K.M. Commissioners (Post 750119). 2pp.
61149:061-61149:062.

-9203230320 Informs of NUMARC observations that basis for treatment by NRC of sev-
eral key issues remain troublesome & require attention by Commission in areas of
compilation of current licensing basis & scope of sys considered for renewal.
LEE.B. Nuclear Management I Resources Council (NUMARC) (formerly Nuclear Utility
Manage. 56FR64943. 91/04/04. CARR.K.M. Commissioners (Post 750119). 18pp.
61149:063-61149:080.

-9203230324 Requests that Murley addresses listed items during meeting w/Commis-
sioner assistant on 910417 re license renewal.

FEDERL1NE,M. Commissioners (Post 750119). 56FR64943. 91/04/12. BLAHA.J. NRC
- No Detailed Affiliation Given. 10pp. 61149:081-61149:090.

-9203230329 Submits supplemental comments.on behalf of Util Decommissioning
Group.on notice of proposed rulemaking re nuclear power plant license renewal.
KNOTTS,J.B. Winston & Strawn. 56FR64943. 91/05/20. CHILK.SJ. Office of the Sec-
retary of the Commission. 6pp. 61149:091-61149:096.

-9203230332 Responds to 910404 Itr to Chairman Carr providing NUMARC views on
issues in licensing renewal rulemaking.

TAYLORJ.M. Ofc of the Executive Director for Operations. 56FR64943. 91/05/03.
LEE.B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility
Manage. 2pp. 61149:097-61149:122.

-9203230344 Submits concerns re NRC proposed final rule on nuclear power plant li-
cense renewal.Inability to arrive at workable definition of scope of SCCs important to
license renewal remains vexing problem.NRC definition unsatisfactory.
KADAKJ.M. Yankee Atomic Electric Co. 56FR64943. 91/06/05. TAYLOR.J.M. Ofc of
the Executive Director for Operations. 14pp. 61149:123-61149:180.

-9203230350 Urges NRC to review comments submitted by UCS & NECNP on pro-
posed license renewal rule in Oct 1990.

CURRAN.D. Harmon, Curran, Gallagher & Spielberg (formerly Harmon, Curran &
Tousiey). 56FR64943. 91/09/18. THE CHAIRMAN Commissioners (Post 750119).
2pp. 61149:181-61149:186.

-9203230355 Provides analysis of draft legislation that Representative Kostmayer may
introduce pertaining to nuclear licensing reform & plant life extension.Recommends
that Commission oppose subj proposal.Draft legislation encl.

PARLER.W.C. Office of the General Counsel (Post 860701). 56FR64943. 91/10/18.
ROGERS Commissioners (Post 750119). 11pp. 61149:187-61149:199.

-9203230361 Recommends mod of criterion (iv) to assure scope more directly
defined.thereby making significant improvement to final rule & expectations for license
renewal.

RASJN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear
Utility Manage. 56FR64943. 91/11/04. CURTISS,J.R. Commissioners (Post 750119).
3pp. 61149:200-61149:202.

-9203230364 Forwards info collection package for final license renewal rule for OMB
review.

KNIEL.K. Reactor & Plant Safety Issues Branch. 56FR64943. 91/11/13.
SHELTON.BJ. Information & Records Management Branch (Post 890827). 15pp.
61149:203-61149:221.

-9203230367 Discusses UCS & Nuclear Info & Resource Svc request that Commission
reissue license renewal rule for public comment No legal reason that requires further
publication of proposed rule for public comment.W/listed ends.
PARLER.W.C. Office of the General Counsel (Post 860701). 56FR64943. 91/11/14.
ROGERS Commissioners (Post 750119). 12pp. 61149:222-61150:023.

-9203250140   Discusses   SECY-91-138   re  final   rule  on  nuclear   power   license
renewal.Delegation specifies that final rule contains listed items.
CHILK.S.J. Office of the Secretary of the Commission. 56FR64943. 91/06/27, Office
of the Secretary of the Commission. 50pp. 61160:310-61160:358.

-9203170368 Forwards petitions sent from Ontonagon Co in Upper Peninsula of Michi-
gan re policy of deregulating radwastes known as below regulatory concern.
PETERS.H.W. Affiliation Not Assigned. 56FR64943. 90/10/04. Office of the Secretary
of the Commission. 15pp. 61131:267-61132:087.

9203060002 Comment opposing proposed rule 10CFR31 & 32, "Requirement for Pos-
session of Industrial Devices Containing Byproduct Mat!."

OVERHOFF.M.W. Overhoff Technology Corp. 56FR67011 00003. 92/02/18. Docket-
ing & Services Branch. 1p. 60803:089-60803:089.

9203060013 Comment on 920224 FRN re "Special Review of NRC Regulations." Urges
that any action to reduce regulation provide sufficiently long periods for notice & com-
ment procedures.

GOLDMAN.P. Public Citizen Litigation Group. BECKER.J. Public Citizen's Critical Mass
Energy Project. 57FR6299 00002. 92/03/02. MEYER.D.L Regulatory Publications
Branch. 2pp. 60803:137-60803:138.

9203060075 Comment opposing proposed rule 10CFR73 re physical fitness program &
day firing qualification.

PAINE.D. Nuclear Fuel Services, Inc. 56FR65024 00001. 92/02/27. Office of the Sec-
retary of the Commission. 3pp. 60804:008-60804:010.

9203060083 Comment on proposed rules 10CFR31 & 32,revising requirements for de-
vises used under general license in 10CFR31.5. Believes div 2 level of compatibility
may adequately serve health & safety purposes.

SM1TH.D.A. Affiliation Not Assigned. 56FR67011 00004. 92/02/28. Office of the Sec-
retary of the Commission. 3pp. 60804:065-60804:067.

9203060130 Comments on proposed rule 10CFR51 re environ review for renewal of OL
MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 56FR47016 00019. 92/02/06.
SEDANO.R. Vermont, State of. 3pp. 60804:252-60804:254.

9203060190 Responds to 920110 Itr written on behalf of constituent VT Young.Export
Control Coordinator & Contract Administrator for Reuter-Stokes.lnc re NRC export &
import license fee schedules in 10CFR170.

TAYLOR,J.M. Ofc of the Executive Director for Operations. 56FR14870. 92/02/12.
FEIGHAN.E.F. House of Rep. 2pp. 60867:042-60867:046.

-9203060201 Forwards inquiry from VT Young.requesting confirmation of accuracy of
NRC new license fees.per PL 101-508 & explanation of implementation of NRC fee
sys.per PL 101-508 which resulted in stated licensing costs..

FBGHAN.E.F. House of Rep. 56FR14870. 92/01/10. RATHBUN.D. Office of Con-
gressional Affairs (Post 911117). 3pp. 60867:044-60867:046.

9203090052 Proposed rule 10CFR2. "Policy & Procedure for Enforcement
Actions-Policy Statement." Rev would update & clarify Enforcement Policy for easier
use & understanding.

CHILK.SJ. Office of the Secretary of the Commission. 57FR5791. 92/02/06. 142pp.
60832:239-60833:020.

9203090065    Comment    opposing    proposed    rules    10CFR11.19,20.21.25,26.30,
31,32,33,34,39,40,50,52,53.54,55,60.61,70,71,72,73,74,75,95, 110,140 & 150 re clarifi-
cation of statutory authority for purposes of criminal enforcement.
MARCUS.C.S. California.  Univ. of, Los Angeles, CA. 57FR222 00001. 92/02/13.
CHILK.S. Office of the Secretary of the Commission. 4pp. 60864:299-60864:302.

9203090071 "Cooperation w/States at Commercial Nuclear Power Plants & Other Nu-
clear Production or Utilization Facilities;Policy Statement," amend to policy
statement.Amend allows adjacent states representatives to observe NRC insps at fa-
cilities.

CHILK.S.J. Office of the Secretary of the Commission. 56FR41968. 92/02/18. 20pp.
60833:033-60833:052.

9203090119 Comment on draft NUREG-1437, "GEIS for License Renewal of Nuclear
Power Plants."

LARSON.G.S. Midwest Interstate Low-Level Radioactive Waste Commission.
56FR47016 00017. 92/02/18. Docketing & Services Branch. 4pp. 60833:068-
60833:071.

9203090150 Comment on proposed rule 10CFR51 re renewal of operating licenses of
nuclear power plants.

SWANSON.E.K. Phoenix, AZ. 56FR47016 00018. 92/02/20. CHILK.SJ. Office of the
Secretary of the Commission. 5pp. 60833:099-60833:103.

9203100057 Comment re special review of NRC regulations.ACNP & SNM not con-
vinced that NRC has demonstrated increased or enhanced protection of public health
& safety w/regulatory change.

BEVEN.T. American College of Nuclear Physicians. MALMUD.LS. Society of Nuclear
Medicine. 57FR6299 00003. 92/03/02. MEYER.D.L Regulatory Publications Branch.
7pp. 60843:236-60843:242.

9203100150 Comment on NRC special review of regulations.Believes that many regula-
tions represent burdens to industry w/o enhancing health & safety of public & others
provide burdens not commensurate w/marginal safety benefits.
RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear
Utility Manage. 57FR6299 00009. 92/03/06. MEYER.D.L Regulatory Publications
Branch. 36pp. 60844:221-60844:256.

9203100212 Comment re special review of NRC regulations.Recommends exempting
packages containing radioactive matl as gases & special form sources from contami-
nation monitoring.

MORRIS,WJ. Affiliation Not Assigned. 57FR6299 00004. 92/03/01. MEYER.D.L Reg-
ulatory Publications Branch. 1p. 60845:072-60845:072.

9203100241 Comment on proposed rule 10CFR51 re environ review for renewal of
OLs.Rule effectively identifies potential environ issues associated w/plant license re-
newal.

GATES.W.G. Omaha Public Power District. 56FR47016 00020. 92/02/28. CHILK.S.J.
Office of the Secretary of the Commission. 2pp. 60845:139-60845:140.

9203100250 Comment on proposed rules 10CFR11 & 19 re clarification of statutory au-
thority for purposes of criminal enforcement. NRC should be dissolved.
KUPERUSJ.H. Shands Hosp. at Univ. of Florida, Gainesville. FL 57FR222 00002.
92/02/25. CHILK.SJ. Office of the Secretary of the Commission. 3pp. 60845:144-
60845:146.

9203110005 Responds to 920220 request for clarification of two statements made by
LaGuiardia at Seminar on Decommissioning held in Paris last yr.NRC BRC policy put
on hold. Participatory rulemaking re residual contamination underway.
JOHNSON.T.C. Decommissioning & Regulatory Issues Branch (Post 901230). 92/03/
05. LARAIA.M. International Atomic Energy Agency. 2pp. 60897:071-60897:087.

9203110015 Comment re special review of NRC regulations.Recommends that greater
use be made of probabilistic safety assessments.

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority).
57FR6299 00010. 92/03/06. MEYER.D.L Regulatory Publications Branch. 2pp.
60849:012-60849:013.

nu-
provided to

9203110017 Comment on proposed rule 10CFR50 & 52 re training & qualification of
clear power plant personnel. Definition of onsite technical staff should be provide*
clarify functions or personnel included in category.
SKOLDS.J.L South Carolina Electric & Gas Co. 57FR537 00005. 92/03/05. Office of
the Secretary of the Commission. 1p. 60849:014-60849:014,

9203110057 Comment re special review of NRC regulations.Support comment submit-
ted on behalf of electric util industry by NUMARC.

FERTELM.S.  US  Council  for Energy Awareness.  57FR6299  00012.  92/03/06.
MEYER.D. Regulatory Publications Branch. 3pp. 60849:094-60849:096.,E.L Committee to Review Generic Requirements. 150pp.
